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Since last I spoke with you we have had occasion to thoroughly 
analyze the possibilities facing us with regard to the prototype unit. The 
two approaches are as follows: 


1 . 


Elimination of the present timer to be replaced by the redesigned 
amplifier 


Leaving everything intact with the timer to provide the new 
amplifier separately packaged outside of the camera body, the 
amplifier would be equivalent to the size of a package of king- 
sized cigarettes. 


Of the two above the first is, of course, simple while the second 
wovild provide an external package changing the outline of the camera body. 


What 1 suggest doing is proceeding immediately with the redesigned 
amplifier packaged for minimum dimensions. We can test the camera by 
external hookup wires. This will also provide us time to determine the 
final location of the amplifier in accordance with the two choices above. This 
suggestion, I believe, represents the most desirable possibilities without 
duplication of time or additional cost. The resulting package size will re- 
present that to be used in the additional five (5) systems to follow. In other 
words, what I am saying is that the final packaged amplifier will fit internally 
the additional five (5) units as yet to be built, whereas for the existing pro- 
totype camera it can be made to fit either within the body or externally as 
you may later desire. 
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The anticipated cost for design and building one new amplifier 
is estimated approximately $3, 000. 00. ^ , 
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December 2, 1958 


Joe, Art and I are heading for Dayton tonight. We shall be 
in the laboratory Friday morning for your further instructions. 


Sincerely, 


HRG:aw 
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